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Message Text 


LIMITED OFFICIAL USE KUALA LUMPRUR 1011 

DEPT FOR A/SY/OPS/T 

BANGKOK FOR TSO 

HONG KONGFOR OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: WALK THROUGH METAL DETECTOR 

REF: STATE 030941 

1 .REQUEST RSO BE PROVIDED WITH EXACT DIMENSIONS FOR UNIT, POWER 
REQUIREMENTS, AND ANY ADDITIONAL INFORMATION THAT WOULD 
AFFECT INSTALLATION. 

2. SINGAPORE ABOUT TO BEGIN MODIFICATION OF LOBBY AREA FOR 
SECURITY REQUIRMENT AND WANT TO ENSURE ADEQUATE SPACE AND 
POWER TO MAKE FIRST CLASS INSTALLATION OF UNIT. 

3. PLEASE ADVISE. 

UNDERHILL 
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